Nassif, Julianne (DPH) </0=C0MM0NWEALTH OF 
From: MASSACHUSETTS/OU=MASSMAIL- 

01/ CN=REC IP IENT S/CN=JETLI ANNE N A S S IF> 

Sent: Tuesday, April 6, 2010 11:45 AM 

To: Salemi, Charles (DPH) <Charles.Salemi@MassMail.StateMA.US> 

Subject: RE: equipment inventory 


thanks 


From: Salemi, Charles (DPH) 

Sent: Tuesday, April 06, 2010 10:45 AM 
To: Nassif, Julianne (DPH) 

Cc: Khan, Annie (DPH) 

Subject: RE: equipment inventory 

Julie , here is the Drug Lab equipment list. CBS 


From: Nassif, Julianne (DPH) 

Sent: Monday, March 29, 2010 3:56 PM 

To: Salemi, Charles (DPH); Hanchett, James (DPH) 

Subject: equipment inventory 

Importance: High 

Please complete the attached spreadsheet for all laboratory instrumentation. Thanks, Julie 


j ultaiAiAt Nflsstf 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
julianne. nassif@state.ma. us 
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